AMENDMENT NO. 2 FEBRUARY 2016 
TO 
IS 362 : 1991 PARLIAMENT HINGES — SPECIFICATION 


(Fifth Revision) 


[Page 3, Table 4, col (1) and col (8)] — Substitute the following for the 
existing: 


Size of Hinge Thickness of Flap 

(1) (8) 

50 2.24 + 0.08 

65 2.24 + 0.08 

75 2.24 + 0.08 
100 2.5 + 0.08 
125 2.5 + 0.08 
150 2.5 + 0.08 
175 2.5 + 0.08 
200 2.5 + 0.08 
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